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BATTALION CHIEF LAKIOTES: Today's date is 
December 4, 2001. The time is approximately 
11:10. This is Chief Art Lakiotes of the Safety 
Battalion, New York City Fire Department. I'm 
conducting an interview with -- 

FIREFIGHTER EDWARD DAVIS: Firefighter Edward 
Davis. 

BATTALION CHIEF LAKIOTES: Who was assigned 
to Battalion 32. Regarding the events of 
September 11, 2001. 

Q. Eddie, just take me through your response to 
the World Trade Center and what transpired after that. 

A. Responded to the World Trade Center with the 
21 Battalion. The 32 Battalion car was at the rock. 
Responded with them, arrived about 2 minutes prior to 
the first collapse, which I believe was the south 
tower. Upon that collapse, was upon the scene also for 
the second collapse, and conducted a search and 
attempted rescue from that point on. 

Q. Did you see anybody else that was there that 
may have not made it, can you think of anybody? 

A. Can't think of anybody that didn't make it. 
Ladder 101 was there, but I hadn't seen any of them 


prior to my arrival other than being in the fire house 
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before the start of our tours. 


Q. 


Everyone you saw in that area, myself 


included, you saw afterwards? 


A. 


Q. 


That's correct, sir. 


There is no way of telling where anybody was 


that didn't make it at that point? 


A. 


you. 


That's correct. 


BATTALION CHIEF LAKIOTES: 


FIREFIGHTER EDWARD DAVIS: 


BATTALION CHIEF LAKIOTES: 


Okay Ed. Thank 


Okay, Chief. 


This concludes the 


interview at approximately 11:15. 
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